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ACTION OES-05 

INFO OCT-OI lO-IO ISO-00 NRC-07 EB-07 ACDA-IO CIAE-00 

INR-07 NSAE-00 /047 W 

013032 

R 200840Z MAR 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 5626 
INFO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 2404 

E.O. 11652: N/A 

TAGS: AORG OCON IAEA TECH 

SUBJECT: IAEA CONSULTANTS MEETING ON CATALOGING OF SMALL 
AND MEDIUM POWER REACTOR DESIGN CHARACTERISTICS, 
VIENNA, JUNE 30 - JULY 4, 1975 

REE: IAEA VIENNA 2339 

RE AGENCY REQUEST FOR COST-FREE EXPERT TO ATTEND SUBJECT 
MEETING, GOODMAN OF AGENCY STAFE SUGGESTS THAT US CONSIDER 
SENDING SOMEONE FROM ORNL, NOTING THAT THEY ARE PRESENTLY 
DOING RELATED WORK IN THIS AREA. PORTER 
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